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UNCLASSIFIED 

PAGE 01 TOKYO 11770 050544Z 

17 

ACTION OES-06 

INFO OCT-01 EA-09 ISO-OO ACDA-10 CIAE-00 INR-07 IO-13 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO FEA-01 /069 W 

012736 

R 050530Z AUG 76 

FM AMEMBASSY TOKYO 

TO USERDA HQ GERMANTOWN MD 

USERDA HQ WASDC 

INFO SECSTATE WASHDC 1373 

UNCLAS TOKYO 1 1770 

ERDA FOR HF.I.FR ICH 

E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: JAPANESE DOWNSTREAM NUCLEAR FUEL CYCLE FACILITIES 

NIHON KEIZAI, LEADING JAPANESE ECONOMIC JOURNAL, REPORTED 
AUG 5 MITI PLANS TO START CONSTRUCTION OF DOWNSTREAM NUCLEAR 
FUEL CYCLE FACILITIES CENTER NEXT YEAR. FACILITIES WILL 
INCLUDE REPROCESSING, HIGH-LEVEL WASTE SOLIDIFICATION, FUEL 
AND WASTE STORAGE, AND FUEL FABRICATION. ABOUT 800-ACRE 
SITE UNDER CONSIDERATION EITHER ON HOKKAIDO OR TOHOKU (NORTHERN 
HONSHU) COASTS. CONSTRUCTION COST IS ESTIMATED TO BE OVER 
ONE BILLION DOLLARS. INVESTMENT SHARES OF GOVERNMENT AND 
PRIVATE SECTOR ARE YET TO BE DETERMINED. CONSIDERING EARLY 
STAGE OF DEVELOPMENT OF THIS CONCEPT, NEWSPAPER ARTICLE WAS 
SOMEWHAT UNUSUAL IN THAT IT INCLUDED ARTIST'S DRAWING OF HYPO- 
THETICAL SITE WITH ALL STRUCTURES IDENTIFIED. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: NUCLEAR POWER PLANTS 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TOKYO11770 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760301-0745 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760882/aaaacuex.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <09 DEC 2004 by SmithRJ> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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